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3-64 (0) REPEAT 

CLEANING, SANITIZATION, HOUSEKEEPING, AND PEST CONTROL, 

((J> Pest control. An elective program for oormol of insects, external parasites affectirig rorhiumart primales, and 
birds and mammala Ibal are pasis, must t>H esfabJishad and meinlairwd w as It? promqta the heallfi and well-being ol 
the animals and reduce conlamlnallon by pests in animal areas. 

"in ihie rbesus maceciue enclc^^ure the den had roaches. Licensee is spraying but ma'y need id necdify ibe pe^l 
oonrtrol program in order to adequately control the roach population. An ollsclive and safe pest control program shall 
be imptenrented and mairitairred to prevent transmission ol diseases and mjriimije the pest population. Consult with a 
professienal pest control oampany il neceseary. 

3.125 (a) REPEAT 

FACILITIES, GENERAL 

(a) Structural strerrglhi. The ladlity must be conslmcted of such material and of such slrength as appropriate for ihe 
animals invelvetl. The indoor arxl putdlopr housing tacililiea shall be stnjoturall'y SPurKi and shall be maintained in 
good repair to protect Ihe animals Irom Injury and lo conlain the animals. 

'"liy the black bears priiriary encloaure there is an eld eaivtei^ poel that is lined with exbeeaive amouivts of out 
bamboo and other dsbrrs. The bamboo and debris needs to be clearted out because It could be a potential hazard if 
the animal were to fall in. The Facility must be constructed of such maierial and of such strength as appropriate for ihe 
animals irivolved. The outdoor housing! lacililies shall be structurally sound and shall be mainlained in g^tod repair lo 
protod the animals from injury and to contain the animals. 

'"The leoding door for Magoo the ti^r was held ctosdd with an open-ended pm which could potentially allow ihe 
escape of the animals and not properly oontaining them The facility must be constiucfed of such material and cJ 
such sirangih as appropriate For the enimols involved- The indcnr and outdoor housing ledililios shall be struoturally 
sound and shall be rrialntained In good repair to protect Ihe animals Irom Injury and to conlain Ihe animals. 

Even though soma ol the Ihick overgrown bamboo has been cut down there ere still porlidns of Ihe beer, tiger and 
lion enclosures than can t be inspected due to Ihe bamboo's close proximily to the sides o1 the 


Prepared By: 
Title; 

Received By: 
Title; 


ANNETTE CHAPMAN, D.Y.M. 


ANNETTE CHAPMAN, O.V M U&DA, APHIS, Animal Care 
VETERINARY MEDICAL OFFICER Inspector 604S 


(b)(e), (b)(7)(c) 


Papa 1 oT 2 


Date; 

Sep-09-20 13 


Date; 

Sep-09-&013 


Iiisp e ction Rep oit EKplaiiatioii: http : / /unirw. iphis .us da. gov/ aiiimaL'iirelf are / dowrnlo ads /IR_E>5)laiiatioii.p df 






USDA 


United States Department ef Agricutture 
Animal and Pl^n1 Hgaltti IrapQClipn ^rviqa' 


Z52i3aigi6i)efl4e5 inspjd 


Inspection Report 


fencing ar*d kic^<^i^s. The licensee neette lo control Irte growtn ol the camboo to allow the inscjectors lo observe itie 
fencing tpr [Jateripralign and diarepair. 

3.13EJ 

WATERING. 

If potable waJer is not accessible to the animals at all times, it must be provided as oflen as necessary for the 
health arxl comfort pf lha arimal. Frequency of watering shall consider aqe, species, condition, size, and type of the 
animal. AH walar raooptacles shall bo kapt ctaan and sanitary. 

'"The leopard's waier had lood lldaling in ii From 1be last feEding along with an unidaritiFiatile film at the botldm of ihe 
waier receptacle. The bcbcats located in the bam had Feces ih lls water. The water and waler receptacles were dirty 
and shall be kepi clean and sanitary. Potable water must be provided as often as necessary For the health and 
ddmtdrt cil the animal. Fracjuertcy dF watering shall consider age. specias. ocndLian, size, and type ol the animal. 
Correct August 30, £013. 

3.131 (c) REPEAT 

3AMITATI0M, 

(c) Housekeeping Premises (buildings and grounds) shall be kept dean and in good repair in order lo protect the 
animals from in^ry and tp Facilitate Ihfl pfescfitwd husbandry pracliPOS -Sfll fqrlh in [hts subpart. 

‘**ln Ihte black bear enclosure there was an eifoessiire amouni of hair, dusi and cobwebs present on the ceiling, lloor 
and elev^abad renting suiade witilin ihdir den. The dens are inadequately cleaned which could be because oF a lack dF 
light. This area needs to be cleaned more Ireguenlly to reduce and minimize disease and Illness of the ammals. 
Premises (buildings and grounds) shall be kept clean and in good repair in order to protect the animals Irom injury 
arvi to Facilitale the preacribad husbartdry praclioas set Forth in this subpart. 

‘"In Ihe preparation room the veiling is covered in old insulation that is slowly dclerigrailing allowing parfides 10 fall 
Sporadically all oyer the rocm. This does not make lor a sanilary enviror^mant to prepare Food that is being fed to iJha 
animals Premises (buildings and grounds) shall be kept clean and in good repair in order to protect Ihe animals From 
injury and to facilitsto lf» praacribed husbandry praclices Wl forth lin [hrs subpart. 


The black bears, black leopard and chimpanzee were evaluated and treated by the attending ■veterinarian. 
This was a Focused Inspection to FoHow up on the previously cited items on the lasJ Inspection. 

The inspBdtidn was ccrducisd wiib the Pre^ktant. 
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